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Tyoe- PR ELICEHSE INSPECTION t¥1 
Date- Nov-1 7-20 to 


No ixin-compliant items idenliiied during tthis inspection 


An e)(il irrterview was conducted with licensee repnesentativies on 1 i/17ii2010 with VMO Luis Navarro and VMO Cind/ 
DiGeauakb. 


Prepared By: 


CYNTHIA DIGESUALDO, D.V.M. 


CYNTHIA L DIG ESUALDO, D,V,M. USDA, APHIS, Animal Care 


Title; VETERINARY MEDICAL OFFICER Inspector 5055 
Gy: 


(b)(e), (b)(7)(c) 


Papa 1 & t 


Date: 

Nov--17-20t0 
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Nov--17-20t0 
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